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363 

DPH Drug Lab 

Ammonium Hydroxide Solution 


1 

1 

L 




363 

DPH Drug Lab 

Ammonium Hydroxide Solution 


6 

1 

L 




363 

DPH Drug Lab 

Chloroform 100% 


1 

4 

L 




363 

DPH Drug Lab 

Ethyl Alcohol 95% 


1 

1 

L 




363 

DPH Drug Lab 

Formaldehyde Solution 


4 

500 

L 




363 

DPH Drug Lab 

Formaldehyde Solution 

G 

3 

2 

L 

3 

2 

2 

363 

DPH Drug Lab 

Isopropyl Alcohol 100% 


1 

1 

L 




363 

DPH Drug Lab 

Methanol 99% 


4 

1 

L 




363 

DPH Drug Lab 

Potassium Bromide 100% 


1 

10 

GM 




363 

DPH Drug Lab 

Potassium Bromide 100% 


1 

30 

GM 




363 

DPH Drug Lab 

Potassium Hydroxide 100% 


1 

400 

GM 




363 

DPH Drug Lab 

Selenious Acid 100% 

G 

1 

150 

GM 

3 

0 

0 

363 

DPH Drug Lab 

Sodium Bicarbonate 100%' 


1 

1000 

GM 




363 

DPH Drug Lab 

Sodium Bicarbonate 100%' 


2 

200 

GM 




363 

DPH Drug Lab 

Sodium Hydroxide 100% 


1 

500 

GM 




363 

DPH Drug Lab 

Sodium Hydroxide Solution (1 N) 


2 

2 

L 




363 

DPH Drug Lab 

Sodium Hydroxide Solution (5 N) 


1 

500 

ml 




362 

DPH Drug Lab 

Acetic Acid 100% 

G 

1 

2.2 

L 

i 

i 

1 

362 

DPH Drug Lab 

Acetylsalicvlic Acid 100% 


1 

300 

GM 




362 

DPH Drug Lab 

Acetylsalicvlic Acid 100% 

G 

1 

300 

GM 

i 

i 

0 

362 

DPH Drug Lab 









362 

DPH Drug Lab 

Chloroplatinic Acid 100% 


1 

25 

ML 




362 

DPH Drug Lab 

Cobalt Thiocyanate 100% 


i 

500 

ML 




362 

DPH Drug Lab 

Ethyl Alcohol 95% 


5 

4 

L 




362 

DPH Drug Lab 

Formaldehyde Solution 


1 

1 

L 




362 

DPH Drug Lab 

Glycerol 100 


2 

500 

ml 

i 

i 

0 

362 

DPH Drug Lab 

Gold Chloride 100% 


1 

25 

ml 




362 

DPH Drug Lab 

Hexane 100% 


1 

500 

ml 




362 

DPH Drug Lab 

Hydrochloric Acid 50% 


1 

500 

ml 




362 

DPH Drug Lab 

Mercuric Chloride 100% 


1 

400 

GM 




362 

DPH Drug Lab 

Mercuric Iodide 100% 


1 

100 

GM 




362 

DPH Drug Lab 

Methyl Alcohol 99% 


2 

1 

L 




362 

DPH Drug Lab 

Naphthol 1-100% 


1 

100 

GM 




362 

DPH Drug Lab 

Potassium Bromide 100% 


1 

50 

GM 




362 

DPH Drug Lab 

Potassium Bromide 100% 


1 

100 

GM 




362 

DPH Drug Lab 

Selenious Acid 100% 


1 

150 

GM 




362 

DPH Drug Lab 

Sodium Bicarbonate 100% 


1 

500 

GM 




362 

DPH Drug Lab 

Sodium Hydroxide (0.1 N) 


1 

200 

ML 




362 

DPH Drug Lab 

Sodium Sulfate 100% 


1 

200 

GM 




362 

DPH Drug Lab 

Sulfuric Acid 67% 


3 

1 

L 




362 

DPH Drug Lab 

Tartaric Acid Monohydrate 100% 


1 

50 

GM 




362 

DPH Drug Lab 

Tetraphenylethylene 100% 


1 

10 

GM 




362 

DPH Drug Lab 

Tetraphenylethylene 100% 


1 

25 

GM 




361A 

DPH Drug Lab 

Compressed Helium 100% 

Gas Helium 

3 

660 

CUFT 

0 

0 

0 

361A 

DPH Drug Lab 

Compressed Hydrogen 100% 

Gas Nitrogen 

1 

220 

CUFT 

0 

4 

0 

361 

DPH Drug Lab 

Acetic Acid Glacial 100% 

G 

1 

300 

ML 

1 

1 

1 

361 

DPH Drug Lab 

Acetone 100% 

G 

1 

50 

ML 

1 

3 

0 

361 

DPH Drug Lab 

Amberlite 100% 


2 

500 

GM 




361 

DPH Drug Lab 

Calcium Carbonate 100% 


1 

50 

GM 




361 

DPH Drug Lab 

Celite 100% 


1 

400 

GM 




361 

DPH Drug Lab 

Chloroform 100% 

G 

1 

50 

ML 

3 

0 

1 

361 

DPH Drug Lab 

Cystine 100% 

P 

1 

350 

MG 

0 

0 

0 

361 

DPH Drug Lab 

Deuterium Oxide 100% 


1 

100 

GM 




361 

DPH Drug Lab 

Disodium Ethylenedinitrilo Tetraacetate 100% 


1 

400 

GM 
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Baker 

cabinet 

CB 






Fisher 

cabinet 

CB 






Baker 

flame cabinet 

TX 






Baker 

flame cabinet 

FL 






Baker 

cabinet 

TX, FL 




0 


JT Baker 

Hood Cabinet 

TX, FL 






Baker 

flame cabinet 

FL 






Baker 

flame cabinet 

FL, TX 






Baker 

shelf 

IRR 






Fisher 

shelf 

IRR 






Baker 

shelf 

CB 




0 


JT Baker 

Cabinet 

TX 






Baker 

shelf 

IRR 






Fisher 

shelf 

IRR 






Baker 

shelf 

CB 






Baker 

cabinet 

CB 






Fisher 

cabinet 

CB 




0 


JT Baker 

Flood Cabinet 

CA, FL 






Baker 

shelf 

TX 




0 


JT Baker 

Cabinet 

TX 














Fisher 

shelf 

CA 







shelf 

IRR 






Baker 

flame cabinet 

FL 






Mallinckrodt 

cabinet 

TX, FL 




0 


Baker 

shelf 







Fisher 

shelf 







Fisher 

flame cabinet 

FL 






Fisher 

shelf 

CA 






Baker 

shelf 

TX 






Fisher 

shelf 

TX 






Baker 

shelf 

FL, TX 






Baker 

shelf 

TX 






Fisher 

shelf 

IRR 






Baker 

shelf 

IRR 






Baker 

shelf 

TX 






Baker 

shelf 

IRR 






house mixture 

shelf 

CB 






Fisher 

shelf 

IRR 






Baker 

cabinet 

CA 






Aldrich 

shelf 

NONHAZ 






ALFA 

shelf 

IRR 






Acros 

shelf 

IRR 




G 


BOG Gas 

Corner of Room 

NONFLGAS 




G 


BOG Gas 

Corner of Room 

FLGAS 




0 


Fisher Scientific 


CA, FL 




0 


Sigma Aldrich 

Hood 

FL 






Fisher 

shelf 

IRR 






Baker 

shelf 

IRR 






Supelco 

shelf 

NONHAZ 




0 


Acros 

Hood 

TX 




0 


Sigma Aldrich 

Cabinet 

NONHAZ 






Sigma 

shelf 

NONHAZ 






Baker 

shelf 

IRR 
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361 

DPH Drug Lab 

Ethyl Acetate 100% 


1 

1 

L 

1 

3 

0 

361 

DPH Drug Lab 

lodomethane 100% 


1 

20 

ML 




361 

DPH Drug Lab 

Methyl Alcohol 99% 


1 

4 

L 




361 

DPH Drug Lab 









361 

DPH Drug Lab 

Potassium Bromide 100% 


1 

25 

GM 




361 

DPH Drug Lab 

Silica Gel 


1 

300 

GM 




361 

DPH Drug Lab 

Sodium Bicarbonate 100% 


1 

500 

GM 




361 

DPH Drug Lab 

Sodium Bicarbonate 100% 


1 

500 

GM 




361 

DPH Drug Lab 

Sodium Sulfate 100% 


1 

500 

GM 




361-B 

DPH Drug Lab 

Acetaldehyde 100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Acetic Anhydride 


3 

1500 

ML 




361 -B 

DPH Drug Lab 

Acetic Anhydride 


1 

500 

ML 




361-B 

DPH Drug Lab 

Acetone 100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Amyl Nitrite 100% 


1 

20 

ML 




361-B 

DPH Drug Lab 

Amyl Nitrite 100% 


1 

100 

ML 




361-B 

DPH Drug Lab 

Benzaldehvde 


1 

500 

ML 




361-B 

DPH Drug Lab 

Butanol, 1-100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Butyl Niitrite, 1-100% 


1 

600 

ML 




361-B 

DPH Drug Lab 

Chlorobutane, 1-100% 


1 

1 

L 




361-B 

DPH Drug Lab 

Chlorobutane, 1-100% 


1 

1 

L 




361-B 

DPH Drug Lab 

Chloroform 100% 


3 

5 

L 




361-B 

DPH Drug Lab 

Compressed Hyrogen Gas 100% 


1 

100 

ML 




361 -B 

DPH Drug Lab 

Compressed Nitrogen 100% 


1 

200 

CUFT 




361-B 

DPH Drug Lab 

Cyclohexane 100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Cyclohexane 100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Diethvlamine 100% 


1 

200 

ML 




361-B 

DPH Drug Lab 

Dimethyl Sulfoxide 100% 


1 

1 

L 




361-B 

DPH Drug Lab 

Ethyl Acetate 100% 


1 

500 

ML 

i 

3 

0 

361-B 

DPH Drug Lab 

Ethyl Acetate 100% 


3 

1500 

ML 

i 

3 

0 

361-B 

DPH Drug Lab 

Ethyl Alcohol 95% 


1 

4 

L 




361-B 

DPH Drug Lab 

Ethylene Glycol 100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Flame Detector 3-3000 


1 

250 

ML 




361-B 

DPH Drug Lab 

Hexane 100% 


1 

4 

L 




361-B 

DPH Drug Lab 

Hydrochloric Acid 100% 


5 

4 

L 




361-B 

DPH Drug Lab 

Hydroxy Butyric Acid Lactone 


1 

100 

ML 




361-B 

DPH Drug Lab 

Isoamvl Nitrite 100% 


1 

100 

ML 




361-B 

DPH Drug Lab 

Isobutvl Nitrite 100% 


1 

100 

ML 




361-B 

DPH Drug Lab 

Isopropvlamine 100% 


1 

2 

L 




361-B 

DPH Drug Lab 

Methyl Alcohol 99% 


1 

4 

L 




361 -B 

DPH Drug Lab 

Methylamine 100% 


1 

1 

L 




361-B 

DPH Drug Lab 

Methyl benzoate 100% 


3 

1500 

ML 




361-B 

DPH Drug Lab 

Methyl benzoate 100% 


1 

1000 

ML 




361-B 

DPH Drug Lab 

Naphthalene 100% 


1 

500 

GM 




361-B 

DPH Drug Lab 

Pentanone, 2-100% 


3 

1 

KG 




361-B 

DPH Drug Lab 

Petroleum Ether 100% 


4 

16 

L 




361-B 

DPH Drug Lab 

Propanol, 1-100% 


1 

450 

ML 




361-B 

DPH Drug Lab 

Propanol, 2-100% 


1 

4 

L 




361-B 

DPH Drug Lab 

Pyridine 100% 


1 

500 

ML 




361-B 

DPH Drug Lab 

Sodium Carbonate 100% 


10 

1 

Kg 




361-B 

DPH Drug Lab 

Toluene 100% 


1 

4 

L 




359 

DPH Drug Lab 

Acetylsalicylic Acid 100% 


1 

700 

GM 




359 

DPH Drug Lab 

Aminobenzoic Acid 100% 


1 

100 

GM 

0 

0 

0 

359 

DPH Drug Lab 

Ammonium Chloride 100% 


1 

50 

GM 

1 

0 

0 

359 

DPH Drug Lab 

acetanilide 


1 

25 

GM 




359 

DPH Drug Lab 

Ammonium Molybdate 100% 


1 

500 

GM 
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0 


Fisher 

flame cabinet 

FL 






Sigma 

flame cabinet 

CAR 






Fisher 

flame cabinet 

FL, TX 














Fisher 

shelf 

IRR 






Baker 

shelf 

IRR 






Baker 

shelf 

IRR 






Fisher 

shelf 

IRR 






Fisher 

shelf 

IRR 






Sigma 

flame refrig 

FL 






Baker 

flame cabinet 

CA 






Fisher 

flame cabinet 

CA 






Mallinckrodt 

flame cabinet 

FL 






Pfaltz&Bauer 

flame refrig 

FL 






Pfaltz&Bauer 

flame refrig 

FL 






Fisher 

flame cabinet 

TX 






Fisher 

flame cabinet 







Pfaltz&Bauer 

flame cabinet 







Siqma-Aldrich 

flame cabinet 

FL 






EM Science 

flame cabinet 

FL 






Fisher 

flame cabinet 

TX 






BOC Gases 

qas cylinder 

FLGAS 






BOC Gases 

qas cylinder 

NONFLGAS 






Fisher 

flame cabinet 

FL, TX 






Fisher 

flame cabinet 

FL, TX 






Fisher 

flame cabinet 

FL 






Fisher 

flame cabinet 

COMB 




0 


Mallinckrodt 

flame cabinet 

FL 




0 


Fisher 

flame cabinet 

FL 






Baker 

flame cabinet 

FL 






Baker 

flame cabinet 

IRR 






Supelco 

flame cabinet 







EM Science 

flame cabinet 

FL 






Baker 

cabinet 

CA 






Siqma 

flame refriq 







Pfaltz&Bauer 

flame refriq 

FL 






Pfaltz&Bauer 

flame refriq 

FL 






Siqma 

flame refriq 

FL 






Baker 

flame cabinet 

FL, TX 






Fisher 

flame cabinet 

FL 






Baker 

flame cabinet 

IRR, COMB 






Fisher 

flame cabinet 

IRR, COMB 






Baker 

flame cabinet 

FL 






Eastman Kodak 

flame cabinet 







Baker 

flame cabinet 

FL 






Baker 

flame cabinet 

FL 






Baker 

flame cabinet 

FL 






Fisher 

flame cabinet 

FL, TX 






Fisher 

flame cabinet 

IRR 






Fisher 

flame cabinet 

FL, TX 






Eastman Kodak 

shelf 

TX 




0 


Fisher Scientific 

Shelf 

NONHAZ 




0 


Fisher Scientific 

shelf 

IRR 






Baker 

shelf 







Fisher 

shelf 

IRR 
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359 

DPH Drug Lab 

cholesterol 


1 

25 

GM 




359 

DPH Drug Lab 

Ammonium Phosphate 100% 


1 

400 

GM 

1 

0 

1 

359 

DPH Drug Lab 

Ammonium Sulfate 100% 


1 

400 

GM 




359 

DPH Drug Lab 

Ammonium Vanadate, meta-100% 


1 

450 

GM 

4 

0 

1 

359 

DPH Drug Lab 

Ascorbic Acid. L-100% 


1 

400 

GM 




359 

DPH Drug Lab 

Ascorbic Acid. L-100% 


1 

100 

GM 




359 

DPH Drug Lab 

Barium Hydroxide 100% 


1 

450 

GM 

3 

0 

1 

359 

DPH Drug Lab 

Barium Nitrate 100% 


1 

450 

GM 




359 

DPH Drug Lab 

Barium Phosphate 100% 

G 

1 

450 

GM 

3 

0 

1 

359 

DPH Drug Lab 

Benzoic Acid 100% 

G 

1 

200 

GM 

1 

1 

1 

359 

DPH Drug Lab 

Bismuth Subnitrate 100% 


1 

500 

GM 




359 

DPH Drug Lab 

Boric Acid 100% 

G 

1 

500 

GM 

2 

0 

1 

359 

DPH Drug Lab 


G 







359 

DPH Drug Lab 

Citric Acid 100% 


1 

1 

KG 




359 

DPH Drug Lab 

Cobalt II Thiocyanate 100% 


1 

125 

GM 




359 

DPH Drug Lab 

Cobalt III Acetate 100% 


1 

350 

GM 




359 

DPH Drug Lab 

Compressed air 


1 

200 

CUFT 

0 

0 

0 

359 

DPH Drug Lab 

Dichlorophenoxyacetic Acid 2,4-100% 


1 

100 

GM 

1 

0 

0 

359 

DPH Drug Lab 

Dimethvlaminobezaldehyde, p-100% 


1 

50 

GM 




359 

DPH Drug Lab 

Diphenvlcarbazone 100% 


1 

25 

GM 

2 

1 

1 

359 

DPH Drug Lab 









359 

DPH Drug Lab 

Ferrous Ammonium Sulfate 100% 


1 

500 

GM 

1 

0 

0 

359 

DPH Drug Lab 

Ferrous Sulfate 100% 


1 

450 

GM 

1 

0 

0 

359 

DPH Drug Lab 

Glvcine 100% 

G 

i 

450 

GM 




359 

DPH Drug Lab 









359 

DPH Drug Lab 









359 

DPH Drug Lab 

Mercuric Chloride 100% 


i 

450 

GM 




359 

DPH Drug Lab 









359 

DPH Drug Lab 

Potassium Hydroxide 100% 


i 

400 

GM 




359 

DPH Drug Lab 

Potassium Bromide 100% 


i 

150 

GM 




359 

DPH Drug Lab 

Potassium Chloride 100% 


i 

800 

GM 




359 

DPH Drug Lab 

Potassium Ferricyanide 100% 


i 

100 

GM 




359 

DPH Drug Lab 

Potassium Iodide 100% 


i 

400 

GM 




359 

DPH Drug Lab 

Potassium Nitrate 100% 


i 

400 

GM 




359 

DPH Drug Lab 

Potassium Permanqanate 100% 


i 

100 

GM 




359 

DPH Drug Lab 









359 

DPH Drug Lab 

Potassium Phosphate Dibasic 100% 


1 

400 

GM 




359 

DPH Drug Lab 

Potassium Sulfate 100% 


1 

450 

GM 




359 

DPH Drug Lab 

Potassium Thiocyanate 100% 


1 

450 

GM 




359 

DPH Drug Lab 

Silver Nitrate 100% 


1 

25 

GM 




359 

DPH Drug Lab 

Silver Sulfate 100% 


1 

25 

GM 




359 

DPH Drug Lab 

Sodium Acetate 100% 


1 

450 

GM 




359 

DPH Drug Lab 

Sodium Borate 100% 


1 

450 

GM 




359 

DPH Drug Lab 

Sodium Chloride 100% 


1 

200 

GM 




359 

DPH Drug Lab 

Sodium Citrate 100% 


1 

400 

GM 




359 

DPH Drug Lab 

Sodium Metaborate 100% 


1 

500 

GM 




359 

DPH Drug Lab 

Sodium Molybdate Dihydrate 100% 


1 

500 

GM 




359 

DPH Drug Lab 

Sodium Nitrate 100% 


1 

400 

GM 




359 

DPH Drug Lab 

Sodium Phosphate Dibasic 100% 


1 

100 

GM 




359 

DPH Drug Lab 

Sodium Phosphate Tribasic 100% 


1 

400 

GM 




359 

DPH Drug Lab 

Sodium Sulfate 100% 


1 

500 

GM 




359 

DPH Drug Lab 

Sodium Thiosulfate 100% 

G 

1 

500 

GM 

1 

0 

1 

359 

DPH Drug Lab 

Sorbic Acid 100% 


1 

100 

GM 




359 

DPH Drug Lab 

Stannous Chloride 100% 


1 

25 

GM 

2 

0 

1 

359 

DPH Drug Lab 

Succinic Anhydride 100% 

G 

1 

200 

GM 

1 

1 

1 
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Aldrich 

shelf 
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IRR 
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Siqma 

shelf 

IRR 






Fisher 

shelf 

IRR 




G 


BOO Gas 

Corner of Room 

NONFLGAS 
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TX 
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IRR 
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JT Baker 

Shelf 

IRR 












0 


JT Baker 
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IRR 




0 


Citv Chemical 

Shelf 

IRR 






Eastman Kodak 

shelf 























Fisher 
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TX 














Fisher 

shelh 







Fisher 
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IRR 






Baker 
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Fisher 
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Baker 
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OX 






Scientific&Borea 

shelf 

OX 














Fisher 
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IRR 






Fisher 
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IRR 






Fisher 

shelf 

IRR 






Baker 
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OX 
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Merck 
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Fisher 
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IRR 
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Fisher Scientific 
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IRR 






Eastman Kodak 

shelf 

TX 




0 


JT Baker 

Shelf 

IRR 




0 


Fisher Scientific 

Shelf 

NONHAZ 
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359 

DPH Drug Lab 

Sulfanilic Acid 100% 

G 

1 

100 

GM 

1 

1 

0 

359 

DPH Drug Lab 









359 

DPH Drug Lab 

Tartaric Acid 100% 

G 

1 

400 

GM 

0 

0 

0 

359 

DPH Drug Lab 

Thiobarbituric Acid 100% 

G 

1 

100 

GM 

1 

1 

1 

359 

DPH Drug Lab 

Vanillin 100% 

G 

9 

100 

GM 

0 

0 

0 

359 

DPH Drug Lab 

Zinc Acetate 100% 

G 

1 

200 

GM 

1 

0 

0 

359 

DPH Drug Lab 

Zinc Sulfate 100% 

G 

1 

400 

GM 

3 

0 

0 

358 

DPH Drug Lab 

Acetylsalicylic Acid 100% 


1 

500 

GM 

2 

0 

1 

358 

DPH Drug Lab 

Ammonium Sulfate 100% 


1 

500 

GM 

3 

0 

1 

358 

DPH Drug Lab 

Benedict Solution 


1 

1 

L 

2 

1 

1 

358 

DPH Drug Lab 

Dimethylaminobenzaldehyde 100% 


1 

100 

GM 

0 

3 

0 

358 

DPH Drug Lab 

Ethanol 100% 


1 

100 

ML 

1 

3 

0 

358 

DPH Drug Lab 

Ethylene Glycol 100% 


1 

500 

ML 

1 

3 

0 

358 

DPH Drug Lab 

Ethylenediamine Tetraacetic Acid 100% 


1 

100 

GM 

2 

3 

2 

358 

DPH Drug Lab 

Glycine 100% 


1 

1500 

GM 

1 

3 

0 

358 

DPH Drug Lab 

Ninhydrin 100% 


1 

25 

GM 

2 

0 

2 

358 

DPH Drug Lab 

Phenolphthalein 100% 


1 

200 

GM 

1 

1 

1 

358 

DPH Drug Lab 

Potassium Bromide 100% 


1 

25 

GM 

3 

0 

2 

358 

DPH Drug Lab 

Potassium Dichromate 100% 


1 

50 

GM 

1 

3 

0 

358 

DPH Drua Lab 

Potassium Hydroxide 100% 


1 

400 

GM 




358 

DPH Drug Lab 

Potassium Phosphate Monobasic 100% 


1 

400 

GM 




358 

DPH Drug Lab 

Sodium Bicarbonate 100% 


1 

5000 

GM 




358 

DPH Drug Lab 

Sodium Bicarbonate 100% 


1 

200 

GM 




358 

DPH Drug Lab 

Sodium Hydroxide 100% 


i 

300 

GM 




358 

DPH Drug Lab 

Sodium Hydroxide IN Solution 


i 

1 

L 




358 

DPH Drug Lab 

Sulfasalycic Acid 


i 

100 

GM 




358 

DPH Drug Lab 

Urea 100% 


i 

200 

GM 





361-B 

DPH Drug Lab 

Carbon Tetrachloride 100% 

1 

1.5 L 

361-B 

DPH Drug Lab 

acetic acid 

5 

3 L 

361-B 

DPH Drug Lab 

dichloroethane 

1 

500 ml 

361-B 

DPH Drug Lab 

Methylene Chloride 100% 

1 

4 L 
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0 


Fisher Scientific 

Shelf 

IRR 












0 


Fisher Scientific 

Shelf 

NONHAZ 




0 


JT Baker 

Shelf 

TX 




0 


Fisher Scientific 

Shelf 

NONHAZ 




0 


Fisher Scientific 

Shelf 

IRR 




0 


Fisher Scientific 

Shelf 

TX 




0 


Kodak 

shelf 

TX 




0 


Baker 

shelf 

IRR 




0 


Fisher 

shelf 


cupric sulfate 

sodium citrate 

sodium carbonate 

0 


Matheson 

shelf 

IRR 




0 


Baker 

shelf 

FL 




0 



shelf 

IRR 




0 


Fisher 

shelf 

IRR 




0 


Aldrich 

shelf 





0 


Kodak 

shelf 

IRR 




0 


Fisher 

shelf 

TX 




0 


Fisher 

shelf 

IRR 




0 



shelf 

TX, OX 






Baker 

shelf 

CB 






Baker 

shelf 

IRR 






Baker 

shelf 

IRR 






Matheson 

shelf 

IRR 






Fisher 

shelf 

CB 






Baker 

shelf 

CB 






Fisher 

shelf 

IRR 






Fisher 

shelf 

NONHAZ 





Baker 

flame cabinet 

FL 

Acros 

flame cabinet 

FL 

Burdick and Jackson 

flame cabinet 

FL 

Fisher 

flame cabinet 

FL 
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